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TURES OF THE JAw ARE Com- 

occurrences in both combat and 

to-day accidents. Treatment of 

ve fractures usually involves splint- 

of the jaw using archbars that are 

only traumatic to oral tissue but 

ere time consuming to apply and re- 

ruire the services of highly trained 

personnel with specialized laboratory 

equipment and facilities. Improved 

splinting techniques and materials 
have been needed for some time. 

This goal has apparently been 
reached at the NBS Institute for Ma- 
terials Research in a study sponsored 
by the U.S. Army Dental Corps. A 
polymeric splinting material has been 
developed by G. M. Brauer and J. W. 
Kumpula of the NBS Polymers Di- 
vision in a joint effort with Drs. E. F. 
Huget and S. Civjan of the US. 
Army.’ This material polymerizes in 
the mouth in 4 to 7 minutes at a peak 
temperature not exceeding 50 °C. 
Tests have shown that it has sufh- 
cient strength, rigidity, and dimen- 
sional stability to function as a splint, 
to aid reimplantation of teeth, and 
possibly to have other medical appli- 
cations. Clinical experiments have 
shown that its low-setting temperature 
reduces both patient discomfort and 
soft-tissue damage. 

The material consists of 49.8 per- 
cent finely ground poly(methyl meth- 
acrylate) powder mixed with 0.2 per- 
cent benzoyl peroxide and 50 percent 
calcium carbonate filler. When this 
powder is mixed with a monomer. 
methyl methacrylate with 0.2 percent 
N,N-dimethyl-p-toluidine, a dough- 
like stage of polymerization is ob- 
tained in less than 1 minute. 

The dough-like material can be 
readily adapted to the cervical third 
of the intact teeth. It exhibits highly 
desirable manipulation and setting 
characteristics that eliminate many of 
the difficulties associated with ma- 
terials used for direct splinting. 

Preformed, spring-like lingually in- 
serted clasps prevent the buccal dis- 
placement of the polymerized splint 
and serve as anchor points for inter- 
arch elastics. 
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IMPROVED 


Dental Splinting Material 


Tests have been performed on the 
material in accordance with Ameri- 
can Dental Association specifications. 
It was found to possess properties 
similar to those associated with den- 
ture cold-curing repair resins. Clin- 


ical experience with this material by 
the U.S. Army Dental Corps has been 
entirely satisfactory. 

"Huget, E. F., Brauer, G. M., Kumpula, J 
W., and Civjan A rapid curing, low peak 


temperature acrylic splinting material, J. Am 
Dental Assoc. (to be published) 


Top: Preformed pins are inserted as anchor points for interarch elastics before 


applying splinting material. 


Bottom: Interarch elastics hold the polymeric splinting material demonstrated on 


this denture model. 





MAGNETIC DIPOLE TRANSITIONS 
IN CYANIDE RADICAL 


In Recent WorK AT THE NBS Institute for Basic Stand- 
ards, the magnetic dipole transitions between the perturbed 
II state and the & states of the cyanide radical were ac- 
curately measured and identified.' Spectral lines obtained 
in this work by K. M. Evenson at the NBS Laboratories 
in Boulder, Colo., correspond to 11 of the 13 predicted 
magnetic dipole transitions. It is thought that this is the 
first microwave measurement of magnetic dipole transi- 
tions between excited electronic states of a molecule. Such 
measurements should lead to increased understanding of 
molecular transitions and find applications in laser 
technology. 

Certain abnormalities, or perturbations, in the violet 
bands of the cyanide spectrum were observed as early 
as 1928.° Later, it was found that the perturbed lines con- 
sisted of doublets, and it was proposed that the anomalies 
in the observed spectra were caused by rotational perturba- 
tions between two nearly coincident energy levels, the 
v=10 level of the A *II state and the v=0 level of the 
B *3 level.* For a given rotational level, the perturbation is 
now known to be caused by the interaction of one com- 
ponent of the & state doublet and one component of the II 
state doublet. For each perturbation, there is a set of four 
closely spaced levels (a perturbed IT level, an unperturbed 
II level, a perturbed & level, and an unperturbed & level) ; 
each separated by microwave frequencies. 


Kenneth Evenson examines a newly designed x-band cavity, 
with optical window, which is used for observing microwave 
transitions of the CN radical. 
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The closeness of these energy levels permits microwave 
transitions among the levels; that is, transitions may be 
observed from the more populated I level to the & level. 
Such transitions, which are essential to the analysis of 
perturbations, have been studied in several projects at 
NBS during the last five years. In 1964, three NBS scien. 
tists made the first microwave measurements of the fine 
and hyperfine structure of an excited electronic state of a 
molecule.* In later work the electric dipole transitions 
were used to obtain information on the collisional energy 
transfer between the rotational energy levels of CN.” 

The transitions observed in this study were detected by 
measuring the increase in the intensity of a selected violet 
band (near 3875 A) in the spectra of a cyanide flame. 

The cyanide flame for the experiment was produced 
by the chemical reaction of active nitrogen and methyl- 
ene chloride. Active nitrogen was produced in a dis: 
charge tube and pumped into an x-band cavity, con- 
structed from a 12.5-cm section of rectangular waveguide. 
Small amounts of gaseous methylene chloride were then 
added to the cavity. Although various organic com- 
pounds react with active nitrogen to produce cyanide 
flame, the addition of 1.0 percent methylene chloride gives 
both a very stable flame and good emission intensity. The 
high stability and intensity were essential to the analysis 
of the weaker microwave transitions. 

To observe the emitted spectra, a slot 5 mm wide and 
6.5 cm long was cut on the broad side of the cavity. A 
“chimney” was soldered on top of the slot, and a glass 
window was attached to the chimney with hard wax. 

A violet filter isolated the desired band of the cyanide 
spectra. The filtered light was then passed through a 
photomultiplier tube to detect the intensity changes of 
the light. The population increases in the individual ro- 
tation levels could then be observed with a monochro- 
mator. 

An adjustable coupling screw on one end of the cavity 
made it possible to achieve maximum coupling (indi- 
cated by no reflected power) over the entire frequency 
range of the cavity. Pressure within the cavity was meas- 
ured with a differential pressure meter connected to an 
end of the cavity. Microwave frequency measurements 
were made with a transfer oscillator and an electronic 
frequency counter. The microwave power level, measured 
with a thermistor and a power meter, was maintained 
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stant to about +5 percent during the microwave 
juency scan. 

‘ach of the 11 observed magnetic transitions occurred 

the frequency range from 10.5 to 11.5 GHz. By mov- 

- a photocell lengthways along the cavity, it was found 
lat the transitions occurred in the regions of maximum 
nagnetic field intensity. 

Agreement between observed and calculated values was 
quite good on all of the intense lines and two of the weaker 
ines. However, four of the weaker lines showed differ- 
ences as great as a factor of 2, and one differed by a 
factor of 50. Deviations in the weaker line intensities are 
thought to be due to increased transition probabilities 
caused by the large hyperfine interaction between the 
unperturbed & and the perturbed & level. 

The complete energy level scheme, including all 12 
hyperfine energy levels, for this perturbation complex of 


cyanide can now be determined by combining informa- 
tion from magnetic dipole transitions observed in this 
experiment with the previous findings on electric dipole 
transitions. 

This analysis revealed the previously unknown hyper- 
fine splitting of the unperturbed component of the A ? II 
state. 


' Evenson, K. M.. Microwave magnetic dipole transitions between excited 
electronic states of CN, Phys. Rev. (Feb. 5, 1969). 

* Herzberg, G., Spektroskopisches Uber das nachleuchten von stickstoff, 
Z. Physik 49, 512 (1928). 

* Beutler, H., and Fred, M., Intensity anomalies by collisions in perturbed 
rotational bands, Phys. Rev. 61, 107 (1942) 

‘Evenson, K. M., Dunn, J. L., and Broida, H. P., Optical detection of 
microwave transitions between excited electronic states of CN and the 
identification of the transitions involved, Phys. Rev. 136, Al566 (1964) 

5 Evenson, K. M., and Broida, H. P., Measurement of collisional energy 
transfer between rotational energy levels in CN, J. Chem. Phys. 44, 1637 
(1966). 


Ultrasonic Determination of Liquid Equation of State 


A SELF-CONSISTENT ULtrAsonic MEtuHop for determining 
the equation of state* of liquids at very high pressures 
has been devised at the NBS Institute for Basic Standards. 
The method, developed by P. L. M. Heydemann and 
J. C. Houck,’ has been applied to several liquids at pres- 
sures up to 45 kbar.** Extension of the measurements 
over a wide temperature range also conveniently permits 
the determination of such parameters as the specific heat 
as a function of temperature and pressure. 

The method requires only the measurement of the tran- 
sit time of an ultrasonic pulse through the liquid as a 
function of pressure. The difficulties and errors connected 
with a direct volumetric determination are thus avoided 
and improved accuracy is achieved. This is a great advan- 
tage at very high pressures where a known path length 
cannot be provided. 

In the NBS method, the sample is contained in a poly- 
ethylene sleeve inside a conventional high-pressure piston- 
cylinder assembly. Pulses with a half-width of about 
0.4 ws and a carrier frequency of 10 to 12 MHz are applied 
through a transducer that generates and receives the ultra- 
sonic signals. The time between the arrival of the reflec- 
tions from the front and the rear of the sample are then 
measured with a calibrated, variable delay circuit. In 


An equation connecting those variables such as temperature, pressure 
and volume, which define the physical condition of a substance 
4.5X10° N/m? or approximately 650 000 psi. 
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liquids with a low attenuation coefficient, five or more 
multiple reflections usually suffice for the determination of 
the transit time. With five reflections the transit time can 
be determined to within 1 ns. 

The internal pressure can be calculated from the ram 
pressure, the area ratio of the ram piston and the high- 
pressure piston, a parameter representing the reduction 
of internal pressure due to friction at very low ram pres- 
sure, and a parameter representing the change of the in- 
ternal pressure due to friction per unit ram pressure. 

From determinations of the transit time at this pressure, 
the length and thus the volume of the liquid sample can 
be calculated. This then leads to a determination of the 
density, the velocity of sound, and the adiabatic bulk 
modulus of the liquid. 

To determine the accuracy of the method, it was used 
at NBS for density measurements on distilled water at 
12.5 kbar, for which accurate data for comparison are 
available from other sources. With the exception of one 
point, the disagreement was never larger than the esti- 
mated total uncertainty of 0.4 percent. Estimated uncer- 
tainty at pressures up to 45 kbar are of comparable 
magnitude. 


'Heydemann, P. L. M., and Houck, J. C., Ultrasonic and dilatometric 
measurements at very high pressures, Proc. Symp. on Accurate Characteriza- 
tion of the High Pressure Environment, National Bureau of Standards, 
Gaithersburg, Md., Oct. 14-18, 1968. 
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David F. Wait sets the operating frequency of a compensation 
radiometer, which directly measures the temperature of noise 
generators without a mismatch error. 








COMPENSATION TECHNIQUE 
MEASURES 


Noise Generator 
Power 


THe Noise GENERATOR Is WipELY UseEp as a standard of 
low-level, uniform density power. Usually, the available 
power density of a noise generator is measured in terms 
of a noise temperature. The noise temperature of a gen- 
erator is the temperature that an ideal thermal source 
would have that has the same available power density. 
In the past, precise measurements of noise temperature 
were made with narrow band systems for generators which 
have very low reflection coefficients. 

A method for measuring the available power of a noise 
generator by direct measurement of the noise tempera- 
ture, independent of the reflection coefficient, has been 
demonstrated by scientists at the Bureau’s laboratories in 
Boulder, Colo. David F. Wait, of the Radio Standards 
Engineering Division, NBS Institute for Basic Standards, 
was the principal investigator. Dr. Wait was assisted by 
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Toshio Nemoto, of the Ministry of International T) ide 
and Industry, Tokyo, Japan. 

The essence of the new method is a compensation t: ch. 
nique, in which a compensation generator is used sir ul- 
taneously with the generator being tested. In princile, 
when the available power of a noise generator is const: nt, 
the emergent power is reduced as the generator’s reflect ‘on 
coefficient increases. This reduction is compensated for 
by an auxiliary generator. 

An idealized system was described mathematically; then 
an experimental system was constructed for operation at 
the X-band frequency of 9 GHz. 

In addition to the two noise generators, the experi- 
mental apparatus included a three-port circulator and a 
detector. The “unknown” noise source was composed of 
argon gas discharge tubes in series with variable attenu- 
ators. This rather sophisticated noise source allowed the 
researchers to vary the noise temperature over a wide 
range. The compensation noise source was made up of an 
argon discharge tube in series with a variable attenuator; 
however, the compensation noise source was more power: 
ful than the unknown noise source. (The compensation 
generator must have more power than the unknown gen. 
erator because of losses in the circulator.) The circula- 
tor was tuned before insertion into the circuit. The detector 
was a Dicke-type comparison radiometer with a resolution 
of 6 K for noise sources at 10000 K. 

During the experiment, the reflection coefficient was 
varied by a low-loss tuner consisting of an H-plane tee 
with a sliding short in the side arm. With a reflection 
coefficient of 0.5, the available power of the generator 
could be measured within 0.6 percent,” in addition to the 
uncertainty of the standard needed to calibrate the sys- 
tem. With a reflection coefficient of 0.01, the error * was 
approximately 0.2 percent. Therefore, the reflection coefh- 
cient has only a small effect upon the accuracy of the 
technique. 

Misadjustment of the circulator, misadjustment of the 
compensation generator, thermal radiation from the de- 
tector, and thermal radiation from the circulator are the 
four major error sources. Each source was analyzed 
mathematically, and expressions for each error were 
derived. 

According to Dr. Wait and Mr. Nemoto, their compensa- 
tion technique can be modified to measure lower output 
generators (down to less than 1000 K). For sources where 
high accuracy can be obtained for relatively broad band- 
widths, less expensive detection systems could be used for 
precision noise measurements. (The Wait-Nemoto tech- 
nique is at present just as accurate as the most accurate 
methods available. ) 


‘Wait, D. F., and Nemoto, Toshio, Measurement of the noise tempera- 
ture of a mismatched noise source, IEEE Trans. Microwave Theory Tech. 
MTT-16 (Sept. 1968). 

2This was determined by measuring a_variable-reflection-coefficient 
noise source of known output. 
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TA OBTAINED ON 


| jectron Energy 
Losses 


\TA ON ELecTRON Enercy Losses for various materials 
obtained at the Bureau have given information on the 
electronic properties of these materials and the differences 

between the solid and liquid state. With support from the 
\tomic Energy Commission, C. J. Powell’ of the NBS 
Institute for Basic Standards has obtained data on the 
amount of energy lost by fast electrons interacting with 
the electrons of different elements, both solid and liquid. 
These results should be of value to scientists in such fields 
as liquid- and solid-state physics and radiation physics. 

In the NBS experiments, a specimen is bombarded by 
electrons of about 8 keV energy from an electron gun. 
Electrons, scattered through a preset angle, are deceler- 
ated, dispersed by an electrostatic energy analyzer, and 
detected by an electron multiplier. Graphs of the current 
to the multiplier as a function of a sweep voltage applied 
to the cathode of the electron gun are called characteristic 
electron energy loss spectra. These spectra show the rela- 
tive probability of electron energy loss in the specimen for 
particular scattering angles. 


Apparatus 


A cylindrical, evacuated chamber, measuring approxi- 
mately 40 centimeters in diameter and about 30 centi- 
meters in height, is used in the electron energy loss studies. 
Ports in the chamber are used for vacuum connections 
and to introduce an evaporator filament. 

A graphite rod supports the sample material in the cen- 
ter of the chamber. A heated filament around the support 
rod is used to heat the sample by electron bombardment to 


ELECTRON| 
MULTIPLI IER} | 
DETECTOR] 


COLD TRAP SHIELD 


SPECIMEN. 


7st 
\ ELECTRON GUN 


Diagram of apparatus used to obtain electron energy loss data. 
The electron gun bombards the specimen with electrons that are 
scattered through angle 6. The decelerated electrons enter the 
energy analyzer and are detected by the electron multiplier. 
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Cedric J. Powell adjusts the specimen’s position in the large 
cylindrical chamber. Evaporator apparatus for producing thin films 
protrudes from the chamber (foreground). The electrostatic 
analyzer is in the chamber to the right. 


the graphite rod, and in this system specimen temperatures 
of 1200 °C could be obtained. The electron gun can be 
rotated about the specimen to vary the total electron scat- 
ering angle. The evaporator filament enables material to 
be deposited as a thin film on the specimen surface. 


Comparing Data 


Characteristic electron energy loss spectra have been 
measured for aluminum, bismuth, gold, indium, gallium, 
and mercury, all in the liquid state. The same measure- 
ments have been obtained for three of the elements— 
aluminum, bismuth, and gold—in the solid state both 
when the sample was allowed to solidify and when the ele- 
ment was evaporated onto the specimen surface. In addi- 
tion, energy loss spectra have been measured for liquid 
In-Al and In-Bi alloys. 

The loss spectra for liquid aluminum are made up of 
combinations and multiples of an approximately 10 eV 
energy loss that occurs predominantly near the surface 
and an approximately 15 eV energy loss that occurs in the 
bulk. Change in the scattering angle (and thus of the aver- 
age electron penetration distance) leads to changes in the 
relative number of 10 eV and 15 eV energy losses. Both 
losses varied slightly with temperature and changed by 3 
percent at the melting point because of density changes. 
In bismuth, on the other hand, differences in the loss spec- 
tra on melting could not be interpreted solely on the basis 
of a density change but indicated a change in the elec- 
tronic structure, as had been predicted from the known 
structural change. Studies in the liquid alloy specimens 
gave information on the changes in the electronic struc- 
ture with composition. 


' Powell, C. J., Characteristic energy losses of 8 keV electrons in liquid 

Bi, In, Ga, Hg, and Au, Phys. Rev. 175, 972 (1968); Characteristic 

energy losses of 8 keV electrons in liquid In-Al and In-Bi alloys, Advances 
in Physics 16, 203 (1967). 
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J. E. Clark examines plastic specimens exposed to outdoor weathering. 


OUTDOOR PERFORMANCE 
OF PLASTICS 


Witu a Goat or BeErnc ABLE to predict the outdoor per- 


formance of plastics, the NBS Institute for Applied Tech- 
nology is currently studying plastics performance under 
outdoor and accelerated exposures.’ After two years of 
the study, over 10000 observations have been obtained 
on such properties as appearance and physical changes 
for specimens exposed in Arizona, Florida, and Wash- 


woos: ARIZ. 
FLA 
WASH., D.C 


COLOR—DIFFERENCE, ADAMS (E) 


12 


TIME IN MONTHS 


Typical results obtained for the outdoor performance of plastics 
show 3 identical specimens exposed in Arizona, Florida, and 
Washington, D.C., to determine the effect of different environments 
on the color fastness of the plastics. 
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ington, D.C. This work was performed by J. E. Clark and 
N. E. Green, NBS Research Associates sponsored by the 
Manufacturing Chemists’ Association, in cooperation 
with the plastics manufacturers. 

In the study 20 plastics formulated from 6 base poly- 
mers were exposed to outdoor conditions and acceler- 
ated weathering in the laboratory to evaluate their per- 
formance and establish a relationship between the two 
types of exposures. The base polymers were polyethylene 
(PE), polymethyl methacrylate (PMMA), polyvinyl 
fluoride (PVF), polyethylene terephthalate (PETP). 
glass-reinforced polyester (RP), and polyvinyl chloride 
(PVC). At periodic intervals, samples were removed for 
testing. Sufficient specimens were exposed initially to 
allow for up to 10 years of sampling. 

A computer was used to select, plot, analyze, and cor- 
relate the data. Variables coded included type of ex- 
posure, time of exposure, type of plastic, property meas- 
ured, and the value of that property. 

The colors of all original and outdoor-exposed speci- 
mens were measured with a spectrophotometer to obtain 
CIE tristimulus color values (X, Y, and Z). These meas- 
urements were carried out under the direction of P. Gie- 
secke of American Cyanamid Company. 

Total color difference (E) was then calculated by using 
Reilly’s modification of Glasser’s cube-root formula, 
which is considered an improvement of the Adams 
chromatic-value formula.’ An added benefit of this method 
of calculation is that it allows a direct comparison be- 
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en the spectrophotometer readings and _ tristimulus 
srimeter readings. 

\ classification system was also developed as part 

ihe study to better evaluate the performance of plas- 

s. In this system the specimens are ranked from “A” 

ough “F” depending on the highest property value 

iained for each specimen at any time within a given 
riod at any location. The system has proved quite suc- 
ssful when applied to the color-difference data. 

\fter two years of the study, discoloration “failures” 

greater than 25 units) occurred only in Arizona, 

d only for 4 clear plastics. Two other clear plastic films 

iled by embrittlement in Arizona. 

All of the clear PVC’s followed similar patterns of 
liscoloration. There was an initial color change that 
was followed by slight bleaching and then rapid discol- 
oration. All white-pigmented PVC’s showed somewhat 
periodic slight discoloration. Periodic discoloration did 
not appear strongly dependent on formulation or thick- 
ness for either clear or white PVC’s. 


Tue Unirep States Putp ann Paper industry yearly pro- 
duces over 450 pounds of paper and paperboard for each 
individual in the country. Because of this already large 
and steadily growing output, accurate paper testing pro- 
cedures are of major concern to the industry. It is desirable 
that such procedures be standardized and calibrated as 
even small systematic errors in test values can add con- 
siderably to the cost of manufacture. 

The need for newly standardized and calibrated testing 
services has been recognized by pulp and paper labora- 
tories throughout the country. A collaborative reference 
program, administered by the Bureau at the request of 
the Technical Association of the Pulp and Paper Industry 
(TAPPI), will attempt to fulfill this need. As adminis- 
trator, NBS prepares and distributes paper samples and 
provides analyses of test results. 

The immediate objectives of the program are twofold: 
(1) to provide a means whereby a participating labora- 
tory may periodically check the level and uniformity of 
its testing in comparison with that of other laboratories 
and (2) to improve the reliability of test results both 
within and among laboratories. 

Initially the program will deal with nine paper tests- 
burst, tensile, tear, pick (surface strength), air resistance, 
brightness, opacity, smoothness, and gloss. Each partici- 
pating laboratory is committed to three or more paper 
tests, which it selects upon enrollment. Two different sam- 
ples of paper, which have been randomly selected from 
uniform machine runs, are distributed bimonthly to the 
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PVF and PMMA were quite color-fast. Both materials 
performed equally well (class “A”) and were apparently 
not affected by location. 

In an overall perspective, it was found that most of the 
plastics in all locations were fairly color-fast for one year, 
but by two years, varying degrees of significant discolor- 
ation were measured. At two years, for example, there 
were 4 class “A,” 9 class “B,” 2 class “D,.” 1 class “E,” 
and 4 class “F”’ plastics. 

To date, most of the results evaluated in the study 
have been concerned with discoloration as a function 
of time and location. The complete study, however, in- 
cludes measurements of 7 other properties. These consist 
of other appearance properties, as well as physical strength 
and electrical parameters; they will be reported in a sub- 
sequent article. 


‘For details on accelerated weathering, see Clark, J. E., and Harrison 
C. W., Accelerated weathering of polymers: Radiation, J. Appl. Poly. Sci 
Applied Polymers Symposia No. 4, 97-110 (1967) 

 Billmeyer, F. W., Significance of recent CIE recommendations for color 
measurement, Color Engr. 6, No. 1, 36 (Jan.—Feb. 1968). 






on Paper Testing 


participants. After carrying out the number of measure- 
ments specified for each of the tests, the laboratory re- 
turns the results of its test determinations to NBS for an 
analysis of the data. Other information relevant to an 
accurate analysis is also reported, such as test conditions 
and the instruments used. 

Having analyzed all test results, the Bureau then pre 
pares a summary report for return to the participants the 
following month. The report includes test data, averages, 
and standard deviations for individual laboratories and 
for the group as a whole. Information is also provided 
in such a manner that an individual laboratory may read- 
ily determine the level and variability of its results in 
comparison with those of the other laboratories. In the 
test report each laboratory is identified by a code num- 
ber so that the information is maintained on a confidential 
basis. 

An annual report summarizing the data, the improve- 
ment in reliability, if any, and recommended changes in 
the program will be prepared by the Bureau and sub- 
mitted to both the TAPPI Standards Committee and the 
participants. 

In time, the program may be extended to provide other 
services, such as field inspections, calibration and repair 
services for test instruments, or standard reference mate- 
rials for individual test procedures. 

Further information on the collaborative reference pro- 
gram may be obtained from Dr. T. W. Lashof, Polymers 


Building, NBS, Washington, D.C. 20234. 








Ultrapure Aluminum Produced 


A CooperaTIVE EFFORT BETWEEN THE BurREAU and pri- 
vate industry has resulted in the production of the highest 
purity aluminum in the United States, and probably the 
world. 

This high-purity aluminum, with an impurity content 
of less than about 0.2 parts per million, was prepared 
under the auspices of a program directed by V. D. Arp, 
M. B. Kasen, and R. P. Reed of the NBS Cryogenics 
Division in Boulder, Colo. Sponsors of the program are 
the Department of the Army and the Department of the 
Air Force. 

Interest in high-purity aluminum stems from the fact 
that, at very low temperatures, it is an extremely good 
conductor of electricity. Thus, it has a high potential for 
use in large cryogenic-magnet devices employed in ac- 
celerators, bubble chambers, and magnetohydrodynamic 
applications where, in some situations, superconductors 
would be economically unfeasible. For example, cryo- 
genic aluminum magnets would appear to be more attrac- 
tive than superconductors in some applications where the 
device is turned on and off frequently. The purity of the 
aluminum for use in cryogenic magnetic devices is of 
paramount importance, since the electrical resistance of a 
pure metallic element at very low temperatures is greatly 
increased by minor impurities. 

The objectives of the Bureau’s high-purity aluminum 
program were twofold. The first objective was to make an 
extensive study of the properties of aluminum to provide 
background information for the design of large cryogenic 
aluminum magnets. This study has included an investiga- 
tion of grain size, stress, impurity, and electrical resistivity. 

The second objective was to survey the metallurgical 
industry to determine what was already available from 
suppliers of high-purity aluminum, and then to encourage 
further development leading to substantial improvements. 
Initially, the purest aluminum that could reliably be ob- 
tained in commercial quantities had a resistivity ratio* of 
about 2000, corresponding to an impurity content of 


The resistivity ratio is the electrical resistance at room temperature 
(20 °C) divided by the electrical resistance at liquid helium temperature 
(4 K). The higher the resistivity ratio, the higher the purity, though there is 
no unique relationship. 













several ppm (parts per million) . Major improvements we ‘e 
made through contracts and cooperative programs wih 
industry to prepare aluminum of maximum purity. NIS 
scientists conducted many tests on industrial samples ‘o 
determine electrical resistivity and chemical composition. 
Through this program 15 000-ratio aluminum became 
available in single ingots weighing 20 kilograms or more. 
These were prepared by a zone-refining technique. 

To obtain aluminum of the greatest purity and the 
highest resistivity ratio, two refining techniques were 
used in series. First, NBS scientists obtained a supply of 
“organically refined” aluminum from a European sup- 
plier. This aluminum, with a resistivity ratio of about 
8000, was prepared by a very hazardous process involving 
the electrolytic reduction of aluminum triethylene. The 
organically refined aluminum was then further purified 
by a U.S. firm by means of a zone-refining technique. The 
end result is the highest purity aluminum on record, as 
exhibited by a resistivity ratio of 45 000, corresponding 
to a total impurity content of less than about 0.2 ppm. 
The availability of the organically refined aluminum is 
extremely limited, so that only about a kilogram of the 
45 000-ratio material has been prepared to date. 

In addition to its potential utilization in large cryo- 
genic magnet devices, this extremely pure aluminum is 
also under consideration as an NBS Standard Reference 
Material. Its melting point and superconducting tran- 
sition temperature offer excellent fixed points for ther- 
mometry work. In fact, its superconducting transition 
temperature is probably the most sharply defined such 
temperature known. Also, because of its purity, there is 
expected to be no variation in these temperature points 
among ingots of different batches; hence, no specific 
calibration work would be required. 

The 15 000-ratio aluminum also promises to be of value 
as a Standard Reference Material. Because of the ex- 
tremely large grain size, averaging about 5 cm, well- 
characterized single crystals cut from this material may 
become available for research purposes. Standard Refer- 
ence Materials are disseminated by the Bureau to industrial 
and research laboratories for use in calibrating or evalu- 
ating analytical equipment and measurement systems. 

At the present time, 15 000-ratio aluminum is com- 
mercially available in reasonable quantity for scientific 
and technological use. The 45 000-ratio aluminum is in 
very limited supply, although technological demand could 
result in its production on a commercial basis. 


M.B. Kasen determines the residual resistivity in superpurity 
aluminum at liquid helium temperature (4 K) by observing the 
rate of decay of eddy currents generated within the specimen. 
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COMMERCIAL TELEVISION AIDS NBS STANDARD 
BROADCASTS 


In a continuing effort to upgrade the accuracy and 

ecision of NBS time and frequency broadcasts, Bureau 

ientists and engineers have borrowed from commercial 

levision in Denver, Colo., and from Czechoslovakian 
know-how. 

Television broadcasts from Denver TV stations are 
now a key element in the chain of controls for precision 
and accuracy of the Nation’s time and frequency broad- 
casts. With this new system the clock that controls the 
broadcasts from station WWV in Fort Collins, Colo., may 
be kept within a millionth of a second of the atomic clock 
in Boulder. 

In the new U.S. technique a television synchronizing 
pulse on the TV carrier wave is used. The system was 
adapted from a Czechoslovakian experiment! and put 
into operation by John Milton, electronics engineer in the 
Bureau’s Frequency and Time Broadcast Services Section 
in Boulder, which operates four NBS radio stations. 

The system works this way. A commercial TV set is 
operated at the NBS atomic-clock end in Boulder, and 
another at the NBS broadcast-station end in Fort Collins. 
Both TV sets are tuned to the same Denver TV channel, so 
that they both receive the same program. TV signals (the 
“program”) are carried by a very high frequency radio 
wave called a “carrier wave.” 

Both TV sets are connected to sensitive electronic 
equipment which records the arrival of periodic pulses 
on the carrier wave. The “synch pulses” are a known dis- 
tance apart and are easily identified by electronic devices 
which “tag” them as they arrive at the location of each 
recording device. In the present case, the distance from 
crest to crest of succeeding pulses is about 11.8 miles. 

The sensitive equipment records the time of arrival of 
these pulses at the “atomic clock” in Boulder and at the 
radio stations in Fort Collins. The time delay between the 
TV transmitter near Denver and the Boulder and Fort Col- 
lins receivers is accurately known to a tenth of a millionth 
of a second. From this information NBS scientists calcu- 
late the time difference between two clocks—the atomic- 
clock at Boulder and the one at Fort Collins which con- 
trols the radio broadcasts. Once the difference is known, 
even if it is only a few millionths of a second, corrections 
may be made to synchronize the Fort Collins radio station 
clock with the atomic clock in Boulder. 
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STANDARDS AND CALIBRATION 


The absolute accuracy of the measurement is conserva- 
tively set at plus or minus a millionth of a second, but the 
day-to-day precision often approaches plus or minus one- 
tenth of a millionth of a second. 

This is the most accurate synchronization system yet 
employed by the Bureau in Boulder (or by anyone else 
so far as is known). However, further research is being 
conducted to provide an even more accurate system for 
keeping NBS time and frequency broadcasts as close to 
the atomic clock as possible. 


THREE STATES RECEIVE 
WEIGHTS AND MEASURES STANDARDS 


North Carolina, Pennsylvania, and Wisconsin became 
the latest States to receive new sets of weights and 
measures standards under a program to replace the 
standards of all 50 States. The sets include standards of 
both the customary and metric measurement systems. 

On February 25, A. V. Astin, NBS Director, presented 
a set to Governor Robert W. Scott of North Carolina in a 
ceremony at the State Weights and Measures Laboratory 
in Raleigh. Dr. Astin presented another set on March 3 
to Governor Raymond P. Shafer at the Pennsylvania State 
Weights and Measures Laboratory in Harrisburg. On 
March 7, L. M. Kushner, NBS Deputy Director, presented 
a set to Wisconsin Governor Warren P. Knowles at the 
State Weights and Measures Laboratory in Madison. 


CALIBRATION FEES RISE IN JULY 

Because of increasing costs of operation, calibration 
work completed after June 30, 1969, will be invoiced at 
fees approximately ten percent higher than those quoted 
for current work. A revision of the Fee List, Part 8 of 
NBS Special Publication 250, Calibration and Test Serv- 
ices of the National Bureau of Standards, will appear in 
July, effective on work completed after date of issuance. 

NBS Special Publication 250 (1968 edition, with revi- 
sions to date) is available at $1.75 per copy from the 
Superintendent of Decuments, U.S. Government Printing 
Office, Washington, D.C. 20402. By returning the postcard 
accompanying each copy of SP 250, the purchaser can 
be placed on the mailing list to receive, without cost and 
as they are issued, copies of the NBS Measurement Users 
Bulletin. The Bulletin provides informal news about cali- 
bration and test services, a check list of changes in the 
services, and, when necessary, inserts that supplement or 
replace portions of SP 250. 


continued p. 120 
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AUDIOMETERS, INSTRUMENTS FOR MEASURING HEARING 
acuity by determining response to accurately known 
tones, are calibrated for use in terms of the threshold 
level for hearing. The United States has had two audiom- 
eter zero standards since 1964, when the International 
Standards Organization (ISO) issued Recommendation 
R389, giving new zero values for the air conduction 
threshold of hearing. The previous standard, specified 
in USA Standard Z24.5-1951 of the USA Standards In- 
stitute (USASI), used data from a National Health Sur- 
vey conducted by the U.S. Public Health Service in 1935- 
1936. The ISO Recommendation is based on hearing 
threshold measurements made in five participating coun- 
tries—U.S.A., U.K., U.S.S.R., France, and West Ger- 
many—and on data obtained in an interchange of ear- 
phones used by these countries. It has been accepted by the 
American Academy of Ophthalmology and Otolaryngol- 
ogy and by the American Speech and Hearing Associa- 
tion, but USASI has not yet revised its 195] standard to 
conform to the ISO Recommendation. This is in part be- 
cause of dissatisfaction with the lower ISO reference 
levels. 

The National Bureau of Standards worked closely with 
ISO in preparing the Recommendation. A report by 





An earphone to be calibrated is placed atop a coupler. The 
upright in the background is for seating the earphone with a 
specified force. 
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International Standard 
Reference Zero for Audiorm 


Pearl G. Weissler of the NBS sound laboratory staff, con- 
taining an analysis of the data by NBS staff members, fills 
a present need.’ In general, the findings are that the 
estimated average standard deviation of the ISO refer- 
ence levels is 2 dB; the present USASI standards are 
definitely outside the ISO uncertainty limits; and the pre- 
cision of the reference level would be significantly in- 
creased if there were one standard earphone type. Also, 
national and international comparison problems would 
be greatly reduced if all hearing threshold measurements 
were made with the same type of earphone. 


Calibrating Audiometers 


Audiometer signals are described in terms relative to 
the smallest amplitude of sound pressure audible at that 
frequency. An audiometer could be calibrated from one 
person’s hearing by noting the smallest earphone voltage 
at which the subject reports audibility at each frequency. 
However, individuals differ so greatly that a fixed thresh- 
old level is used. The earphone voltage at threshold is 
measured for a large number of people with normal hear- 
ing in order to establish a mean threshold. 

The threshold determination is put on an objective 
basis by transferring the earphone emitting the threshold 
tone from the subject’s ear to a coupler—an “artificial 
ear”—and measuring the sound level within the coupler. 
A coupler is a cavity of predetermined shape and volume 
simulating the ear. It is usually machined of metal and 
has a surface against which the earphone rests. It is ter- 
minated by a calibrated microphone. The microphone 
measures the sound pressure developed in the cavity by 
the earphone. A variety of couplers are in use in different 
laboratories and the standards of only two of the coun- 
tries (U.S.A. and West Germany) are obtained with the 
same coupler. None use the same earphone as national 
standards. 


Earphone Intercomparisons 


The value obtained for an equivalent threshold sound 
pressure level (ETSPL) is dependent on the electroacous- 
tical properties of the earphone and coupler types used. 
Because different earphone-coupler combinations were 
used by the countries contributing ETSPL data, the ISO 
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Pearl Weissler determines the , 
response of the audiometer =“ 

earphone on the coupler atop a 

preamplifier unit. 
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could not compare the sets of ETSPL values directly. It 
therefore conducted a systematic side-by-side comparison 
of the outputs of the exchanged earphones, from which 
it obtained factors for converting sound level indications 
of any earphone-coupler combination to those of another 
combination of this group. 

The countries were considered to be arranged in a ring, 
each member of which made subjective loudness-balanc- 
ing or objective comparisons of its own and its neighbors’ 
earphones. Thus the United States exchanged earphones 
with the British and determined the input voltage levels of 
the British STC 4026—A and the United States’ WE 705A 
earphones, both set to produce the same sound pressure 
in real ears as measured on test subjects. The British 
meanwhile performed a similar comparison of input volt- 
age levels with both earphones set at a level adjudged 
equally loud by their test subjects. The earphones were 
then placed on their own national couplers and sound 
levels within the couplers corresponding to the measured 
input voltages were determined. The differences in sound 
pressure for the two earphone-coupler combinations pro- 
vided the preliminary transfer factor. Following this, the 
United States made a similar exchange with its other 
neighbor in the ring, the U.S.S.R.; both performed com- 
parisons of the WE 705A and the Russian TD-6 earphones 
to obtain another transfer factor. 


ISO Recommendation 


The transfer data obtained by the earphone interchange 
were used by Richard K. Cook, then at NBS, in computing 
factors for converting a threshold measurement to its 
equivalent value for another earphone-coupler combina- 
tion. This was done by summing up the “ring” of reported 
transfer factors, which should equal zero, and distribut- 
ing the residual error among the individual transfer 
factors. 

The ISO Working Group then studied how to weight 
the differing threshold determinations to obtain a repre- 
sentative international value. It was felt that the differ- 
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ences represented equipment and experimenter error, 
rather than statistical error due to the number of subjects 
used; the weighting method selected was designed to bal- 
ance these types of bias. The resulting values are given in 
ISO Recommendation R389. It is interesting to note that 
other variations of the weighting method used would also 
have yielded virtually the same values. 


Statistical Analysis 


Statistical analysis, performed by a procedure devel- 
oped by Joan Rosenblatt of the NBS Statistical Engineer- 
ing Section, yielded an average estimated value of 2 dB 
for the standard deviation of the ISO reference zero 
values. There is a systematic difference between the ISO 
and the USASI reference values which is appreciably 
greater than 2 dB at all frequencies. 

Systematic and other interlaboratory differences mani- 
fested themselves in the differences among threshold de- 
terminations performed by different laboratories; even 
with similar equipment the variance was greater than 
could be expected for the numbers of subjects used. 

The 2 dB standard deviation of the ISO reference zero 
results in part, also, from error introduced by the trans- 
fer factors. If the participating countries had used the 
same type of earphone and thereby eliminated the need 
for transfer factors, the standard deviation of the refer- 
ence zero might be as little as 0.7 dB. For this reason it is 
recommended that the countries agree on a single type of 
standard earphone. 

The configuration of couplers used in earphone com- 
parisons is important also, and any earphone proposed 
for use should be examined for compatibility with the 
coupler with which it would be used. 

*Weissler, Pearl G., International standard reference zero for audiom- 
eters, J. Acoust. Soc. Am. 44, No. 1, 264-275 (July 1968) 


Note: Among the acoustic calibrations performed at the National Bureau 
of Standards is the calibration of earphones used for audiometry. This and 
other calibration services available are described in: Calibration and Test 
Services of the National Bureau of Standards, Special Publication 250 
(1968 edition, $1.75). Available from the Superintendent of Documents, 
U.S. Government Printing Office, Washington, D.C. 20402 





The NSRDS was established to make critically evaluated 
data in the physical sciences available to science and tech- 
nology on a national basis. The NSRDS is administered 
and coordinated by the NBS Office of Standard Reference 
Data. 


NSRDS Compilation Activities 


Data compilation is the major activity of NSRDS and 
involves many scientific disciplines and organizations 
including those of the Federal Government, education, and 
industry. Much of this activity is centered in the National 
Bureau of Standards’ technical divisions where many of 
the NSRDS data compilations are conducted. Other 
NSRDS compilations are carried out in universities, and 
in some cases in private industrial organizations. Some of 
these projects are funded solely by NBS through its Office 
of Standard Reference Data, others are funded jointly by 
NBS and other Federal agencies. A few are funded by 
other Federal agencies with monitor responsibility dele- 
gated to the Office of Standard Reference Data. A number 
of projects funded by other Federal agencies are con- 
sidered to be part of NSRDS because the output is of 
appropriate nature. 

The level of effort in each project supported by the Office 
of Standard Reference Data is determined by a practical 
compromise involving three considerations: The degree 
of comprehensiveness of the literature review. the pro- 
cedure for critical evaluation applied to the data, and the 
need for continuity in updating the compilations. These 
considerations require further discussion. 

Comprehensiveness. The raw material for any data com- 
pilation project is the result of measurements made by 
scientists in any part of the world. The majority of these 
results are reported in the literature, including some 
journals that may be obscure or difficult to obtain. How- 
ever, an increasing fraction of results worth saving for 
posterity is now appearing in government reports. Further- 
more, in some areas (one example is data on neutron cross 
sections) many of the data generated in the laboratory 
never appear in any report or publication; in such in- 
stances the compiler personally may have to pry the data 
from the measurer. Therefore, the degree of compre- 


114 


hensiveness that can be achieved must be a practical com. 
promise between the desired 100 percent and the cost in 
time, money, and effort required to achieve that goal. For 
most existing projects the comprehensiveness probably 
attains 90 to 99.8 percent. 

Critical evaluation. The procedure for critical. evalua. 
tion varies widely from project to project. In present prac- 
tice at some data centers, the experimental technique is 
reviewed, calculations are spot-checked, values of the 
fundamental constants are checked to ensure that the 
latest values were used, the temperature scale and other 
bases of measurement are checked (if appropriate), and 
limits of experimental uncertainty are independently as. 
sessed. In other centers, the data evaluator may decide, for 
intangible reasons that he may find difficult to formulate. 
that one particular value in the literature is “better” than 
another value. Such a judgment by a specialist of broad 
experience should not be underrated; the value obtained 
is more likely to be accurate than the result of unweighted 
averaging. Most people agree that the first procedure 
provides a better critical evaluation than the second. How- 
ever, for the practical purposes to which many compila- 
tions are applied, such a review is not justified, and the 
second procedure, or an intermediate one, is employed. 

Continuity. For each individual compilation project. 
requirements for continuity must be examined. The overall 
program of NSRDS is designed to ensure continuity of 
effort in production of data compilations needed by scien. 
tists and engineers. In some areas a revised and updated 
compilation may be needed every 6 months; in others, only 
every 4 or 5 years. In almost all areas, continuing literature 
review and indexing operations are required to maintain a 
current awareness of the state of development of the field. 
Therefore, most projects undertaken by NSRDS are ex- 
pected to be long term, continuing activities, maintained as 
one component of the project leader’s- normal range of 
professional activity. 


Ionization of Atoms by Electron Impact 


Theory of the Ionization of Atoms by Electron Impact,” 
by M. R. H. Rudge of the School of Physics and Applied 
Mathematics, The Queens University of Belfast, Northern 
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Ir and, is a review of available theoretical procedures 
ot .onizing atoms by electron impact. This review was 
s; asored by the JILA Information Center, University of 
C. »rado, Boulder, which is supported by the NBS Office 
of -tandard Reference Data and by the Advanced Research 
P: jects Agency of the U.S. Department of Defense. 

a recent years, a substantial amount of experimental 
an. theoretical work has been devoted to the study of 
ionization cross sections of atoms or ions by electron 
im act. The importance of an accurate evaluation of these 
cross sections is evidenced by the wide variety of physical 
phenomena, the interpretations of which demand a knowl- 
edge of reaction rates for ionization by electron impact. 
Examples of such phenomena arise in the study of plasma 
physics, stellar atmospheres and solar corona, gas dis- 
charges, and the passage of shock waves through gases. 
Much progress in obtaining an accurate knowledge of 
ionization cross sections has been made recently by a 
variety of approaches. Substantial experimental work has 
been performed in which single- or multiple-ionization 
cross sections of atoms and ions from ground states have 
been measured. This was the subject of an NSRDS-spon- 
sored review by L. J. Kieffer and G. H. Dunn.’ 

The available experimental data are far from exhaustive. 
Many species remain to be investigated and there are 
difficulties in the experimental determination of ioniza- 
tion cross sections from excited states. Recourse in these 
cases has been made to theoretical studies. 

On the theoretical side, the basic formulation of the 
problem has received a good deal of attention, and the 
theory of ionizing collisions was found to differ quite 
markedly from that of collisions involving excitations. At 
the same time, a number of new approximate quantal 
methods of treating the problem have been investigated. 
Even so, quantal calculations are lengthy and not yet as 
accurate as could be wished. Alternative approaches have 
been pursued with the aim of providing reasonably ac- 
curate estimates in a very simple fashion. Such approaches 
arise through the use of a classical rather than a quantal 
theory of collisions and from devising semiempirical for- 
mulas that represent known data and may be used, with 
suitably defined parameters, to estimate as yet unmeas- 
ured or uncalculated data. 

In his review, Dr. Rudge places particular emphasis on 
the most salient features of the basic formulation and defi- 
ciencies in approximate methods. He offers a discussion of 
quantal and classical approximations, and their predic- 
tions are compared with experimental data. The review 
also lists and compares useful empirical formulas. In 
conclusion, it notes the inadequacies in present theory. 


Optical Atomic Spectra *'Cr—‘'Nb 


The three published volumes on Atomic Energy Levels, 
NBS Cire. 467, contain for each spectrum the bibliography 
that was used in compiling the data. A continuation of 
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these bibliographies arranged in the same form is 
underway. 

Bibliography on the Analyses of Optical Atomic Spec- 
tra, NBS Spec. Publ. 306, is being published by sections 
and covers the same elements as the respective volume of 
NBS Circ. 467. Section 1 * ($1) was issued in September 
1968; it contains references for the elements ‘H through 
*8V, corresponding to Atomic Energy Levels, Volume I. 

The recently published Section 2* (60 cents) is simi- 
larly arranged, giving references to the spectra of the 
elements **Cr through *'Nb, corresponding to Atomic 
Energy Levels, Volume II. For a given element the spec- 
tra are listed in order of increasing stage of ionization. 
The new publication spans the time interval between the 
earlier publications and the present. The selection of 
references is restricted to those needed for the prepara- 
tion of revised tables of atomic energy levels and 
multiplets. The original papers have been examined for 
nearly all of the quoted references. 


Electronic and Atomic Collisions From Russian 
Literature 


The Atomic and Molecular Processes Information 
Center, an NSRDS-associated center at Oak Ridge Na- 
tional Laboratory, has recently released Electronic and 
Atomic Collision Bibliography of Russian Literature for 
the Years 1946-1966.‘ This bibliography was compiled 
by the scientific staff of the Physico-Technical Library of 
the A. F. Ioffe Institute, Leningrad. The bibliography was 
translated by Donna M. Cobble from a Russian edition, 
provided and edited by Professor V. M. Dukel’skii. The 
original Russian references are retained and translated 
references have been added for those items that have been 
printed in English. The bibliography is arranged by 
major categories. The numerical order of the entries is 
unchanged from the original Russian bibliography. An 
author index is included. 


COSATI Directory To Be Revised 


The Panel on Information Analysis Centers of the Com- 
mittee of Scientific and Technical Information (COSATI) 
of the Federal Council for Science and Technology is in 
the process of updating and revising the Directory of Fed- 
erally Supported Information Analysis Centers. Previously 
listed centers as well as others which receive full or partial 
support from the Federal Government are in the process 
of being surveyed as to their appropriateness for inclusion. 
The criteria for inclusion of a Federally supported center 
in the Directory are: 

1. The key activities are the analysis and interpretation, 
synthesis, evaluation, and repackaging of informa- 
tion for the purpose of enabling users to better assimi- 
late information or numerical data of a specific field. 

2. An Information Analysis Center uses subject special- 

ists to perform the analysis, evaluation, or synthesis. 

continued p. 120 
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STAN DARD 


REFERENCE 
MATERIALS 





Standard Reference Materials are well-characterized 
materials certified for chemical composition or for a par- 
ticular physical or chemical property. These materials are 
disseminated by NBS ' to be used to calibrate and evaluate 
measuring instruments, methods, and systems or to pro- 
duce scientific data that can be referred readily to a 
common base. 


Neutron Density Monitor Wire 


The accurate determination of thermal neutron densities 
is essential in irradiation tests in obtaining a basis for 
comparison of neutron densities among reactors, in apply- 
ing data in the design of reactors, and in understanding 
the mechanism of radiation damage. Cobalt alloys, par- 
ticularly 0.1 weight percent cobalt in aluminum, have 
been widely used to measure thermal neutron densities in 
almost all irradiation experiments on materials. Of increas- 
ing major importance, however, has been the need for a 
material of the highest possible homogeneity for which 
an accurate determination of the cobalt content is provided. 

A new standard, SRM 953, Neutron Density Monitor 
Wire, was designed to meet these needs. It will also prove 
useful to the activation analyst for mapping relative vari- 
ations in neutron densities along the length and width of 
irradiation containers, for determining the integrated neu- 
tron flux density (insofar as small lengths approximate a 
sphere), and for determining long term variations of the 
neutron density at given irradiation positions. For most 
applications, these measurements will be made on a relative 
rather than an absolute basis. 

SRM 953 is a cobalt-in-aluminum mm in 
diameter, which was prepared, using specially selected 
high-purity starting materials, by the Materials Research 
Corp., Orangeburg, N.Y. Based on results obtained at 
NBS by activation analysis and _ spectrophotometric 
analysis, the cobalt content is certified at 0.1164 weight 
percent. 


wire 0.5 


Extensive homogeneity testing of the wire was _per- 
formed by a variety of methods at the National Bureau 
of Standards’ laboratories in Gaithersburg, Md., and 
Boulder, Colo. The wire material selected for certification 
was found to be homogeneous for sample lengths of 1 mm 
or longer. 
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The wire has been certified with the error of the cobalt 
value estimated to be less than 0.0023 weight percent. 

This standard, SRM 953, will normally be sold in units 
1 meter long for $30 per unit.* However, upon special 
request to the NBS Office of Standard Reference Materials, 
it may be purchased in continuous lengths that are mul- 
tiples of one meter for $30 per meter. 


Basic Oxygen Furnace Steel 


The plain carbon steel grades were the first of what 
are now Standard Reference Materials to be certified by 
the National Bureau of Standards. These included steels 
produced by the acid Bessemer, the acid open-hearth, and 
the basic open-hearth furnace processes. A strong de: 
mand for these standards has existed for a period of more 
than 60 years, and has increased rapidly in recent years. 
The more stringent chemical composition specifications 
in the steel industry and new, more rapid kinds of analyt- 
ical equipment that rely on comparison techniques with 
standards of known composition are responsible for this 
demand. Furthermore, the demand is expected to grow 
with the continuing growth in use of both the basic 
oxygen furnace and the continuous casting processes of 
steel manufacture. These relatively new commercial pro- 
cesses place urgent demands on the analytical laboratory 
for data within the very short elapsed time from sampling 
to reporting of the final analysis. 

The primary consideration in preparing steel standard 
reference materials is the resultant chemical composition 
of the steel, not the method by which the steel is produced. 
This is fortunate, for in the United States the acid open- 
hearth process is no longer used commercially, the use of 
the acid Bessemer process is rapidly diminishing, and the 
basic open hearth is being superseded or supplemented 
by basic oxygen furnaces. In the near future, steel for 
preparing renewal standards of the plain carbon steels 
may be available most readily from the basic oxygen 
furnace process. 

The new SRM 178, chip form, carbon steel, is the first 
steel made by this basic oxygen furnace process to be 
certified. It was prepared by the Armco Steel Corp., and 
is intended for the same uses for which SRM 20f, Acid 
Open Hearth Steel, was used. Analyses for certification 
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« -e performed at NBS by J. R. Baldwin, E. R. Dear- 
d ff, S. A. Wicks, B. A. Thompson, T. Gills, and D. A. 
P cker. The Army Materials and Mechanics Research 
( nter, Watertown, Mass.; Allegheny-Ludlum Steel 
( rp., Brackenbridge, Pa.; Inland Steel Co., East Chi- 
cazo, Ind.; and Bethlehem Steel Corp., Sparrows Point, 
\\d., also provided cooperative analyses. The overall di- 
rection of the technical measurements leading to the 
certification was performed under the chairmanship 
of O. Menis and J. I. Shultz of the NBS Analytical Chem- 
istry Division. 

The new SRM is issued with a Provisional Certificate 
of Analysis giving the present best estimates of the values 
for carbon, manganese, phosphorus, sulfur, silicon, 
copper, nickel, chromium, vanadium, and molybdenum. 
SRM 178 is sold in units of approximately 150 grams for 
$28 per unit.’ 

Radioactivity SRM’s 


Four radioactivity standards not previously announced 
were certified and issued during the past year. They are 
discussed below. These standards were prepared and cali- 
brated in the Center for Radiation Research, Nuclear 
Radiation Division, by members of the Radioactivity 
Section under the direction of W. B. Mann. 

All the error limits quoted are discussed and their 
various components listed in detail on the certificates sup- 


plied with each SRM. 
Tin-113—Indium-113m 


The standard consists of tin-113 in equilibrium with 
its daughter product, indium-113m, in 5.279 +0.009 ¢g 
of solution in a sealed ampoule. The chemical form of 
the material is SnCl, in 2.5 N HCl. At 0800 EST on 
April 15, 1968, the number of indium-113m gamma rays 
emitted per second per gram was 1.39 X 10° +2.1,; 
percent. The solution from which the standard was pre- 
pared was standardized by photopeak—scintillation 
counting using both NaI(Tl) and Ge(Li) spectrometers. 
The price of this SRM is $85.* 


Radium-226 


This standard, developed primarily for radon analysis, 
consists of 20.598 +0.017 g of a solution of radium- 
226 and 0.2 weight percent carrier solution of barium 
chloride in hydrochloric acid. In March 1968 the weight 
of radium-226, in grams, in the sealed ampoule was 8.08, 
x 10-° + 1.0, percent. 

This standard was prepared from a dilution of a solu- 
tion which had been calibrated by comparing its gamma- 
ray-emission rate with those of a 1957 series of stand- 
ards. The 1957 series was prepared from material that 
had been compared, in the National Bureau of Standards 
radiation balance, with the national radium standards. 
The dilution has been verified by radon analysis. The 
price of this SRM is $76.2 
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Thorium-228—-Thallium-208 


This standard consists of thorium-228, in equilibrium 
with its daughters, deposited as the nitrate on 0.019 cm- 
thick gold foil to which was cemented another layer of 
similar gold foil. The gold-covered source is sandwiched 
between two double layers of 0.036 cm-thick polyurethane 
film. 

In August 1968 the approximate number of 2.615 MeV 
gamma rays of thallium-208 emitted per second was 4 X 
10‘. The actual certified value, given on the Certificate, 
is known to +2.2, percent. 

This standard was calibrated by comparing its gamma- 
ray-emission rate, in a reproducible geometry, with that 
of an NBS working standard of thorium-228. The work- 
ing standard had been calibrated by comparing it, through 
alpha-ray emission-rate measurements, with a polonium- 
210 standard. 


SRM 4205 is priced at $93 for each point-source.” 
Plutonium-238 


This standard consists of a practically weightless 
source of plutonium-238 electroplated onto a 0.010 cm- 
thick platinum foil which is cemented to a monel disk 
2.5 cm in diameter and 0.16 cm thick. 


When measured in the National Bureau of Standards 
2ra proportional counter above an energy-discrimination 
level of 400 keV, the number of alpha particles emitted 
per second from the source into the forward hemisphere, 
including those backscattered, was found to be (in 1968) 
nominally 2 X 10° +1.0 percent. The actual rate is, of 
course, supplied on the certificate. The price of this SRM 
is $78." 

Renewal SRM’s 


From time to time it is necessary to renew SRM’s as 
stocks are depleted. When no major changes in the certi- 
fied properties are made, the renewal SRM is given the 
same SRM number as its predecessor, changing only the 
letter following. For example, SRM 1069b is the second 
renewal of 1069. 


The following renewal SRM’s have not been previously 
announced: 


Price 

SRM Name per unit 
372¢ Stearie acid. ........... ; aa $26 
385b Natural rubber...... ; 525s ee 
388e Butyl rubber............. bata cata eirdides 100 
1069b Sodium cyclohexanebutyrate. . . oahteaae 26 


‘For a complete list of Standard Reference Materials available from 
NBS, see Standard Reference Materials: Catalog and Price List of Standard 
Materials Issued by the National Bureau of Standards, NBS Misc. Publ 
260 (1968 ed.) for sale by the Superintendent of Documents, U.S. Govern- 
ment Printing Office, Washington, D.C. 20402, for 45 cents. Quarterly 
insert sheets which update Misc. Publ. 260 supplied to users on request. 

* These standards may be purchased for the price indicated from the 
Office of Standard Reference Materials, Rm. B308, Chemistry Bldg., 
National Bureau of Standards, Washington, D.C. 20234. 
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In the fall of 1965 the Secretary of Commerce estab- 
lished the NBS Center for Computer Sciences and Tech- 
nology to carry out the Secretary's responsibilities under 
the Brooks Bill (Public Law 89-306, passed October 30, 
1965). The Center, under the direction of H. R. J. Grosch, 
provides leadership and coordination for government 
efforts in the development of voluntary commercial in- 
formation processing standards, develops recommenda- 
tions for Federal information processing standards, per- 
forms required research and analysis, and provides sci- 
entific and technical support and consultative assistance in 
the field of computers and information processing to Fed- 
eral agencies. These Notes will cover information-proc- 
essing standards activities in the Federal Government, 
particularly those of the Center. 


NEW REFERENCE TAPE STANDARD 


Amplitude-reference magnetic computer tapes have re- 
cently been developed by Paul Mantek and Sidney Geller 
of the NBS Center for Computer Sciences and Technology 
and Norman Cleveland, an NBS Research Associate spon- 
sored by the International Business Machines Corp. This 
work was undertaken at the request of both national and 
international magnetic-tape standards bodies. 

These tapes are being made available to the information- 
processing community as Standard Reference Materials 
by the NBS Office of Standard Reference Materials. As 
secondary standards they will be used internationally as 
a reference in the manufacture of magnetic tapes used 
in computer tape recording and reproducing devices. 

The present characteristics of magnetic computer tapes 
stem from the lengthy research and development in com- 
mercial magnetic tapes and tape read-write products. Such 
research and development have resulted in continued im- 
provement of the tape medium and its performance. Unfor- 
tunately, the only reference tapes available for quality 
assurance purposes have been individual company stand- 
ards. Because of this, differences in tape characteristics 
and marginal have often occurred when 
tapes were interchanged between systems and between 
equipments. 

This lack of industry-wide standards, as well as requests 
from Federal procurement agencies, industrial users, and 


operation 


producers of magnetic computer tapes or associated equip- 
ment, led the Bureau to develop tape measurement meth- 
ods to make available a standard magnetic tape for 
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computer amplitude reference. This new standard is \BS 
Standard Reference Material 3200, Secondary Standard 
Magnetic Tape—Computer Amplitude Reference. and con- 
sists of a 600-foot reel of tape, applicable test and calibra- 
tion data, and a description of the equipment and proce- 
dures employed for measurement of the standard. The 
standards themselves are 14 inch wide unrecorded mag- 
netic tape wound on 814 inch diameter precision reels. 
(Magnetic computer tape normally consists of oriented 
ferromagnetic oxide particles dispersed in a suitable 
polymeric binder material that has been uniformly coated 
over the surface of a flexible polyester or equivalent base 
material. ) 

Each unit of SRM 3200 will be calibrated with reference 
to the NBS Master Standard Magnetic Tape—Computer 
Amplitude Reference. The signal level calibration of the 
standard tapes is made at recording densities of 200, 556. 
800, and 3200 flux reversals per inch, and calibration in- 
formation in the form of signal output charts recorded 
near the edges and at the center of the tape accompany 
each sample. A set of saturation curves relating the repro- 
duce head output voltage on the first read-after-write pass 
to the write current at each bit density will also be included 
with the material. The price of SRM 3200 is $690 per 
unit.’ 

One criterion of the secondary reference tape is that 
there be no more than a 4 percent variation in signal out- 
put along any longitudinal track on the total 600-foot 
length of any tape surface when that tape is recorded by 
the user at the saturation current level. Another criterion 
is that the absolute output of the reference tape be within 
10 percent of the NBS Master Standard Magnetic Tape— 
Computer Amplitude Reference, as measured on the NBS 
signal amplitude calibration system. 

The General Services Administration will use these sec- 
ondary tape standards for calibration of qualification test 
equipment. Procurement specifications will be revised to 
reflect this new procedure. In addition, references in pres- 
ent and pending USASI or ISO standards documents to a 
reference tape are being revised to cite the new NBS 
standard. 


DISK PACK REFERENCE STANDARD 


A program similar to the one that resulted in the de- 
velopment of the magnetic tape reference standard has 
recently been started with the goal of developing a mag: 
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ne c disk pack reference standard. USASI Committee 
X* 2.7 on Magnetic Disk Media has requested the Bureau 
to iold the current industry standard, an IBM Reference 
M. ster Disk, in repository for use as a national magnetic 
di:< amplitude reference. The Bureau and the Interna- 
tic 1al Business Machines Corp. have agreed to a study that 
wi define and develop a program for the use of the mag- 
netic disk reference. 

ommittee X3.2.7 is pursuing the two available alter- 
natives for specifying a suitable reference surface—the 
development of a mathematical model, and the use of a 
designated physical component. The Committee feels that 
steps should be taken to implement the physical compo- 
nent solution without waiting for a successful completion 
of the mathematical approach. Progress in this important 
program will be reported as it becomes available. 


NOTES ON USASI COMMITTEE Z39 


The following notes are presented as part of the Cen- 
ters responsibility in keeping the Federal information 
processing community abreast of activities in the field of 
voluntary standards dealing with computers and infor- 
mation processing. 


Standards for Library Work and Documentation* 


National standards for the automatic processing of bib- 
liographic information and for periodical title abbrevia- 
tions are nearing approval. Also, a dozen other draft 
standards that will aid librarians, information processors. 
and the publishing industry are advancing toward comple- 
tion. This report comes from USA Standards Committee 
Z39, Library Work, Documentation, and Related Publish- 
ing Practices, which met in Washington, D.C., on 
January 28. 

A draft on format for communication of bibliographic 
information in digital form is in the final stages and is 
expected to be submitted in the near future to the USA 
Standards Institute for approval. 

A proposed revision of USA Standard for Periodical 
Title Abbreviations, Z39.5—1963, was submitted to letter 
ballot of the Z39 Committee in late January. 

During 1969, the committee is expected to vote on draft 
standards for bibliographic references, library directories, 
and book publishers advertising. The latter is expected to 
consist of a checklist of some 20 bibliographic informa- 
tion items suggested for inclusion in promotion media. 
such as periodical, newspaper, and direct mail advertising, 
and jacket and catalog copy. 

Other subcommittees of Z39 are working on drafts on 
proof corrections, book numbering, abstracts, filing, book- 
binding, serial coding, title leaves of a book, and 
transliteration. 


Reprinted from USASI Reporter 3, No. 4, 4 (Feb. 14, 1969), with 
permission of the United States of America Standards Institute. 
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Three standards prepared by Z39 subcommittees and 
approved by the parent committee and USASI are sched- 
uled for publication in the next few weeks. They deal with 
compiling library statistics, compiling book publishing 
statistics, and indexing. 

Chaired by Jerrold Orne, librarian, University of North 
Carolina, the committee also develops the U.S. viewpoint 
for the international work of ISO Technical Committee 
46, Documentation, and ISO Technical Committee 37, 
Terminology (Principles and Coordination). 


NEW AND CURRENT X3 STANDARDS 


The following standards are in effect or have been an- 
nounced by the USASI Committee X3: 


X3.1-1962 
X3.2-1963 


Signaling Speeds for Data Transmission 

Print Specifications for Magnetic Ink Character 
Recognition 

Bank Check Specifications for Magnetic Ink Char- 
acter Recognition 


X3.3-1963 


X3.4 1968 Code for Information Interchange (FIPS 1) 
X3.5-1968 Flowchart Symbols and Their Usage in Informa- 


tion Processing 

Perforated Tape Code for Information Interchange 
(FIPS 2) 

FORTRAN 

Basic FORTRAN 

Specifications for General Purpose Paper Cards 
for Information Processing 

Vocabulary for Information Processing 


X3.6-1965 
X3.9-1966 
X3.10-1966 
X3.11-1966 


X3.12-1966 


X3.13-1966 Parallel Signaling Speeds for Data Transmission 
X3.14-1969 Recorded Magnetic Tape for Information Inter- 


change (200 CPI, NRZI) 


X3.15-1966 Bit Sequencing of the USA Standard Code for 
Information Interchange in  Serial-by-Bit Data 
Transmission 

X3.16-1966 Character Structure and Character Parity Sense 
for Serial-by-Bit Data Communication in the USA 
Standard Code for Information Interchange 

X3.17-1966 Character Set for Optical Character Recognition 

X3.18-1967 One-Inch Perforated Paper Tape for Information 
Interchange 

X3.19-1967 Eleven-Sixteenths Inch Perforated Paper Tape 


X3.20-1967 Take-Up Reels for One-Inch Perforated Tape for 
Information Interchange 

Rectangular Holes in Twelve-Row Punched Cards 
Recorded Magnetic Tape for Information Inter- 


change (800 CPI, NRZI) (FIPS 3) 


X3.21-1967 
X3.22-1967 


X3.23-1968 COBOL (Number assigned pending resolution of 
relevant publication problems) 

X3.24-1968 Signal Quality at Interface Between Data Process- 
ing Terminal Equipment and Synchronous Data 
Communication Equipment for Serial Data Trans- 
mission 

X3.25-1968 Character Structure and Character Parity Sense 


for Parallel-by-Bit Data Communication 
X3.26-1969 Hollerith Punched Card Code 
Copies of USA Standards are available from the United 
States of America Standards Institute, 10 East 40th St.. 


New York, N.Y. 10016. 


STATUS OF FEDERAL INFORMATION PROCESSING 
STANDARDS RECOMMENDATIONS 
First Phase: PROJECT NOMINATION 


Signaling Speeds for Data Transmission (X3.1—1962) 
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FIPS NOTES continued 


Specifications for General Purpose Paper Cards for Informa- 
tion Processing (X3.11-1966) 

Parallel Signaling Speeds for Data Transmission (X3.13-1966) 

Time Sharing and Remote Console Considerations 

Hardware Interfaces 

Keyboard Configuration 

Synchronous Signaling Speeds 

Second Phase: STANDARDS DEVELOPMENT 

Vocabularly for Information Processing (X3.12-1966 ) 

Interchangeable Magnetic Disk Media 

RFP, RFQ, and Contract Formats 

OCR Measurement Technology 

OCR Paper 

ADP Systems Site Preparation 

Magnetic Tape Labels for Information Interchange 

Hollerith Punched Card Code (X3.26-1969) 

FORTRAN Standard Reference (X3.9-1966, X3.10-1966) 

COBOL Programing Language (X3.23-1968) 

Recorded Magnetic Tape for Information Interchange 
CPI, NRZI) (X3.14-1969) 

Character Sets for OCR Input (X3.17-1966) 

Layout of Forms for OCR Input 

Bit Sequencing of the USA Standard Code for Information 
Interchange in Serial-by-Bit Data Transmission (X3.15-1966) 
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NSRDS NEWS continued 


3. An Information Analysis Center produces new 
evaluated information in the form of critical reviews, 
state-of-the-art monographs, or data compilations and 
usually provides substantive, evaluated responses to 
queries. 

4. An Information Analysis Center provides assistance 
to a community of users and not just assistance to 
“‘in-house”’ personnel. 

The COSATI Panel on Information Analysis Centers is 
interested in hearing from centers not previously listed 
whose activities qualify them for listing. 


STANDARDS AND CALIBRATION continued 


STANDARD FREQUENCY AND TIME BROADCASTS 


High frequency radio stations WWV (Fort Collins, 
Colo.) and WWVH (Maui, Hawaii) broadcast time sig- 
nals on the Coordinated Universal Time (UTC) system 
as coordinated by the Bureau International de l’Heure 
(BIH), Paris, France. These NBS time signals, UTC 
(NBS), are maintained within 5 microseconds of the cor- 
responding time signals of the U.S. Naval Observatory. 
UTC (USNO). The UTC pulses occur at intervals that 
are longer than one coordinate second by 300 parts. in 
10'° during 1969, due to an offset in carrier frequency 
coordinated by BIH. To maintain the UTC scales in close 
agreement with the astronomers’ time, UT2, phase adjust- 
ments are made at 0000 hours Greenwich Mean Time 
(GMT) on the first day of a month as announced by BIH. 
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Character Structure and Character Parity Sense for Serial-b ~-Bit 
Data Communication in the USA Standard Code for Infc -ma. 
tion Interchange (X3.16-1966) 

Signal Quality at Interface Between Data Processing Terr inal 
Equipment and Synchronous Data Communication Equip nent 
for Serial Data Transmission (X3.24—1966) 

Character Structure and Character Parity Sense for Paralle'-by. 
Bit Data Communication (X3.25-1968) 

Third Phase: RECOMMENDATION FOR ADOPTION 

None ‘ 

Fourth Phase: ISSUED FEDERAL INFORMATION PROCESS. 
ING STANDARDS 


FIPS 1 Code for Information Interchange (X3.4-1968) 

FIPS 2 Perforated Tape Code for Information Interchange 
(X3.6-1965) 

FIPS 3 Recorded Magnetic Tape for Information Interchange 
(X3.22-1967) 

FIPS 4 Calendar Date 

FIPS 5 States of the United States 

FIPS 6 Counties of the States of the United States 

FIPS 7 Implementation of Code for Information Interchange 


and Related Media Standards 
NBS Reference-Magnetic Computer Tape Amplitude 


‘This standard may be purchased for the price indicated from the Office 
of Standard Reference Materials, Rm. B308, Chemistry Bldg., National 
Bureau of Standards, Washington, D.C. 20234. 


Inquiries should be addressed to COSATI Panel on 
Information Analysis Centers, c/o Office of Standard Ref. 
erence Data, National Bureau of Standards, Washington. 


D.C. 20234. 


1 Kieffer, L. J., and Dunn, G. H., Electron Impact Ionization Cross-Section 
Data for Atoms, Atomic Ions, and Diatomic Molecules: 1. Experimental 
Data, Rev. Mod. Phys. 38, No. 1, 1-35 (Jan. 1966). (Available from the 
Office of Standard Reference Data.) 

> Rudge, M. R. H., Theory of Ionization of Atoms by Electron Impact 
Rev. Mod. Phys. 40, No. 3, 564-590 (July 1968). (Available from the 
Office of Standard Reference Data.) 

3 Available from Superintendent of Documents, U.S. Government Print- 
ing Office, Washington, D.C. 20402, for the price indicated. 

* Available from the Director, Atomic and Molecular Processes Informa- 
tion Center, Oak Ridge National Laboratory, Oak Ridge, Tenn. 37831. 


There will be no adjustment made on June 1, 1969. 

The low-frequency radio station WWVB (Fort Collins, 
Colo.) broadcasts seconds pulses without offset to make 
available to users the standard of frequency so that ab: 
solute frequency comparisons may be made directly, fol: 
lowing the Stepped Atomic Time (SAT) system. Step 
time adjustments of 200 ms are made at 0000 hours GMT 
on the first day of a month when necessary. BIH an- 
nounces when such adjustments should be made in the 
scale to maintain the seconds pulses within about 100 ms 
of UT2. There will be no adjustment made on June 1, 1969. 

NBS obtains daily UT2 information from forecasts of 
extrapolated UT2 clock readings provided by the U.S. 
Naval Observatory with which NBS maintains close 
cooperation. 

‘Tolman, J., Ptacek, V., Soucek, A., and Stecher, R., Microsecond clock 


comparison by means of TV synchronizing pulses, IEEE Trans. Instr. Meas 
IM-16, No. 3 (Sept. 1967). 
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CONFERENCE “: PUBLICATION Sriofs 


SCHEDULED NBS-SPONSORED CONFERENCES 


“ach year NBS sponsors a number of conferences cover- 
ing a broad range of topics in science and technology. 
The conferences listed below are either sponsored or co- 
sponsored by NBS and will be held at the Bureau’s Gai- 
thersburg, Md., facility unless otherwise indicated. These 
conferences are open to all interested persons unless spe- 
cifically noted. If no other address is given, inquiries 
should be sent to the person indicated below in care of 
Special Activities Section, Room A600, Administration 
Building, National Bureau of Standards, Washington, 
D.C. 20234. 


10th Symposium on Electron, Ion, and Laser Beam 
Technology. May 21-24. Cosponsors: University of 
Maryland, Institute for Electrical and Electronics En- 
gineers (GED), American Vacuum Society. Contact: 
L. Marton (NBS). 

Symposium on Systems Analysis for Social Prob- 
lems. May 26-28. Cosponsors: Washington Operations 
Research Council, President’s Office of Science and 
Technology, The Urban Institute, Operations Research 
Society of America (Cost-Effectiveness Section). Con- 
tact: Eugene P. Visco, GEOMET, Inc., 12280 Wilkens 
Ave., Rockville, Md. 20852. By invitation only. 

Conference on Crystal Growth. Aug. 11-13. Sponsor: 
American Committee for Crystal Growth. Contact: C. 
S. Sahagian, Air Force Cambridge Research Labora- 
tories, L. G. Hanscom Field, Bedford, Mass. 01730. 

Dental Research—50th Anniversary. Oct. 6-8. Co- 
sponsor: American Dental Association. Contact: W. T. 
Sweeney (NBS Polymers Division). 

3d Materials Research Symposium—Electronic 
Density of States. Nov. 3-6. Contact: H. C. Burnett 
(NBS Metallurgy Division). 


EVALUATING LIVE FLOOR AND FIRE LOADS 


Techniques for the Survey and Evaluation of Live Floor 
Loads and Fire Loads in Modern Office Buildings,’ by 
J. O. Bryson and D. Gross, NBS Building Science Series 
16 (30 pages, 40 cents), describes the procedures and 
techniques developed for measuring and evaluating the 
live floor loads and fire loads in modern office buildings. 
The publication also includes an outline of the main fea- 
tures of a computer program for analyzing the data. The 
program provides a tabulation of the data, some statis- 
tical properties, and selected graphical relationships be- 
tween the measured loads and the characteristics and usage 
of the structure. A rationale is developed that is in- 
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tended to achieve the ultimate goal of easier and less 
expensive means of surveying live loads in buildings and 
their combustible content. The loads were measured with- 
in two modern Government buildings in the Washington. 
D.C., area, and typical results are presented to illustrate 
the computer output. 





SELECTED NBS PAPERS ON ELECTRICITY 


Precision Measurement and Calibration: Electricity— 
Low Frequency,' F. L. Hermach and R. F. Dziuba, editors 
(489 pages. $4.50). is designated as Volume 3 of the se- 
ries, NBS Special Publication 300, Precision Measurement 
and Calibration. The volume comprehensively surveys the 
best modern practice for basic direct-current and low- 
frequency measurements. It should be of interest to phys- 
icists, electrical students, and _ all 
others concerned with accurate electrical measurements. 

Each volume of SP 300 presents selected papers, mono- 
graphs, abstracts. and bibliographies dealing with preci- 
sion measurement of specific physical quantities and the 
calibration of the related metrology equipment. Volume 
2. on temperature measurements, has already appeared; 


engineers, science 


Volume 1. on statistical concepts and procedures, is in 
press. According to present plans, SP 300 will contain a 
total of 12 volumes. 


DEVELOPMENT OF THE ELECTRON MICROSCOPE 


Ladislaus L. Marton, now Consultant to the Associate 
Director for Information Programs and to the Chief of 
the NBS International Relations Office. and formerly Chief 
of the Bureau’s Electron Physics Section, has written a 
short history of the critical steps leading to the successful 
development of the electron microscope. The book * is one 
of a series of monographs which record personal accounts 
of participants in major developments of modern 
technology. 

The principle of the electron microscope seems obvious 
enough today. And indeed, once the wave character of the 
electron was demonstrated, it occurred to many that an 
electron-beam analog of the optical microscope could 
break through the resolving-power barrier set by the rela- 
tively long wavelengths of visible light. But it seemed 
equally obvious that the high-energy electron beams 
needed would burn the specimens to a crisp. 

Some of the pioneers decided. therefore, to concentrate 
their efforts on rugged inorganic specimens that might be 
expected to withstand the bombardment. Dr. Marton, on 
the other hand (not to mention his work on the electron 
optical components, engineering design for greater rapid- 
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ity and ease of operation, and related theoretical studies 
of the interaction of electrons with matter), attacked the 
problem of adapting fragile biological specimens to the 
severe environment of the electron beam. His first success- 
ful electron micrographs of such specimens were greeted 
with disbelief by the other workers, but these doubts were 
soon removed.” 

His first specimens were fairly thick, but successively 
thinner ones were used until he succeeded in preparing 
specimens, supported on collodion films, so thin the beam 
could pass through with almost no scattering. One of the 
surprises in electron microscopy was that contrast in the 
image was not due to absorption differences, as in optical 
microscopy, but to differences in scattering power. In his 
preface to this book, Dennis Gabor notes that Dr. Marton 
was the first to recognize this fact clearly. When, for very 
thin specimens, scattering becomes negligible, its function 
is taken over by phase contrast. 

The best of today’s magnificent instruments, the fruit 
of this development, have least resolved distances of a few 
angstroms, the order of magnitude of an atomic diameter. 
Capable of showing details inside a virus or within the 
double-helix structure of the DNA molecule, they are 
among the most powerful tools of medical and biological 
research. More recently they have been used in micro- 
chemical investigations and in microphysics, and the out- 
look is for continued extension of their use to all fields 
where microstructure can be important. It is easy to un- 
derstand why Professor Gabor calls the electron micro- 
scope “the most wonderful and the most successful 
instrument of our times.” 

Dr. Marton’s account is illustrated with photos and 
diagrams of early instruments built by himself and others 
and with electron micrographs that marked decisive turn- 
ing points.* The compact text is enlivened by anecdotes 
and is, of course, documented by references to the orig- 
inal literature. There is also a short bibliography of other 





sources of the history of the electron microscope as_ ell 
as an index. 


SYMPOSIUM ON MEASUREMENT OF FLAMMABILI’ Y 


A two-day Symposium on the Measurement of Flam na- 
bility, conductd by the Bureau, will be held June 5 an‘! 6, 
1969. The Symposium, broken into two working sessions 
each day, will be held in the Department of Commerce 
Auditorium, 14th Street between Constitution and E 
Streets NW., Washington, D.C. 

Secretary of Commerce Maurice H. Stans will open 
the meeting. Papers for the working sessions are being 
invited within the context of the Flammable Fabrics Act 
although some of the information developed will be of 
general applicability. The four working sessions will be 
concerned with ({1)- Statement of the Problem, (2) What 
Should Be Measured, (3) State of the Art in Measurement, 
and (4) Applied Measurements. 

Recognized experts from industry, government, and the 
academic world have been invited to present papers that 
will be published by NBS in the form of proceedings. 

The General Chairman for the Symposium is James V. 
Ryan, Chief, Fabric Flammability Section, Rm. B06, Bldg. 
225, National Bureau of Standards, Washington, D.C. 
20234. 

A block of rooms will be reserved for attendees at down- 
town Washington hotels. 


‘Marton, L., Early History of the Electron Microscope, San Francisco 
Press, Inc., San Francisco (in England: W. Heffer & Sons, Ltd., Cambridge) 
1968; 56 pages; $2.75. 

“Dr. Marton’s work on the electron microscope was done in the 1930's 
and 1940's, first at the Universite Libre in Brussels, then in the United 
States at the RCA Laboratories and Stanford University. 

* A working replica of Dr. Marton’s first electron microscope, recently 
constructed at the National Bureau of Standards for the Smithsonian 
Institution, will be on exhibit at the Museum of History and Technology in 
Washington, D.C 


PUBLICATIONS of the National Bureau of Standards* 


PERIODICALS 


Technical News Bulletin, Volume 53, No. 4, April 1969, 30 cents. 
Annual subscription: Domestic, $3; foreign, $4. Available on a 
1-, 2-, or 3-year subscription basis. 

Journal of Research of the National Bureau of Standards 
Section A. Physics and Chemistry. Issued six times a year. An- 

nual subscription: Domestic, $6; foreign, $7.25. Single copy, 
$1. 

Section B. Mathematical Sciences. Issued quarterly. Annual 
subscription: Domestic, $2.25; foreign, $2.75. Single copy, 
75 cents. ; 

Section C. Engineering and Instrumentation. Issued quarterly. 
Annual subscription: Domestic, $2.75; foreign, $3.50. Single 
copy, 75 cents. 
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CURRENT ISSUES OF THE JOURNAL OF RESEARCH 


J. Res. 73A (Phys. and Chem.) , No.3 (May-June 1969). 

Corliss, C. H., New even levels and classified lines in the first 
spectrum of tungsten (W 1). 

Churney, K. L., and Armstrong, G. T., The heat of combustion of 
beryllium in fluorine. 

Robinson, R. A., Paabo, M., and Bates, R. G., Deuterium isotope 
effect on the dissociation of weak acids in water and deuterium 
oxide. 

Cooper, M. J., Vortex motions in ideal Bose superfluid. 

Rotter, R., and Rosenstock, H. M., Franck-Condon factors for the 
ionization of H.O and D.O. 

Harman, G. G., Topological features of hot carrier induced aniso- 
tropic breakdown on silicon diode surfaces. 
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OTHER NBS PUBLICATIONS 


Br: on, J. O., and Gross, D., Techniques for the survey and 
iluation of live floor loads and fire loads in modern office 
| iildings, Bldg. Sci. Series 16 (Dec. 1968) , 40 cents. 

Bulis, W. M., Ed., Methods of measurement for semiconductor 
i aterials, process control, and devices. Quarterly report October 
| December 31, 1968, Tech. Note 475 (Feb. 1969), 45 cents. 

De\oe, J. R., Ed., Radiochemical Analysis Section: Summary of 
activities July 1967 to June 1968, Tech. Note 451 (Jan. 1969), 
$1.25. 

Diamond, J. J., Ed., Bibliography on the high temperature chemis- 
try and physics of materials. October, November, December 
1968, Spec. Publ. 315 (Jan. 1969), 70 cents. 

Edmonds, D. K., and Hord, J., Incipient and developed cavitation 
in liquid cryogens, Tech. Note 374 (Feb. 1969), 35 cents. 

Gross, D., Loftus, J. J., Lee, T. G., and Gray, V. E., Smoke and 
gases produced by burning aircraft interior materials, Bldg. 
Sci. Series 18 (Feb. 1969) , 35 cents. 

Messina, C. G., and Hilsenrath, J., Edpac: Utility programs for 
computer-assisted editing, copy-production, and data retrieval, 


Tech. Note 470 (Jan. 1969), 75 cents. 
PUBLICATIONS IN OTHER JOURNALS 


This column lists all publications by the NBS staff, as soon 
ajter issuance as practical. For completeness, earlier references 
not previously reported may be included from time to time. 


Sus 


Barber, D. J., and Tighe, N. J., Neutron damage in single crystal 
aluminum oxide, J. Am. Ceram. Soc. 51, No. 11, 611-617 
(Nov. 1968). 

Barger, R. L., and Hall, J. L., Pressure shift and broadening of 
methane line at 3.394 studied by laser-saturated molecular 
absorption, Phys. Rev. Letters 22, No. 1, 48 (Jan. 1969). 

Bates, R. G., Equilibrium properties of acids and bases in amphi- 
protic mixed solvents (Proc. Symp. Equilibria and Reaction 
Kinetics in Hydrogen Bonded Solvent Systems, University of 
New Castle, Upon Tyne, England, Jan. 10-12, 1968), Chapter in 
Hydrogen-Bonded Solvent Systems, A. K. Covington and P. 
Jones, ed., pp. 49-86 (Taylor and Francis, London, England, 
1968). 

Beatty, R. W., and Fentress, G. H., An attenuation and phase 
shift divider circuit, Proc. IEEE 56, No. 11, 2063-2064 (Nov. 
1968). 

Bender, P. L., Alley, C. O., Currie, D. G., and Faller, J. E., Satellite 
geodesy using laser range measurements only, J. Geophys. Res. 
73, No. 16, 5353-5358 (Aug. 1968) . 

Bennett, L. H., and Swartzendruber, L. J., Some comments on “The 
corrosion of materials in desalination plants,” Desalination 4, 
389-390 (1968). 

Botter, R., and Rosenstock, H. M., Franck-Condon factors for 
NH; and H.0, Chapter in Advances in Mass Spectrometry, 4, 
579-589 (Institute of Petroleum, London, England, 1968). 

Brockman, J. F., Popular science writing, Proc. 1967 Inst. Tech- 
nical Industrial Communications, Colorado State University, 
Ft. Collins, Colo., June 12-16, 1967, pp. 96-100 (1967). 

Casella, R. C., Decay modes with coherent resonant-energy transfer 
between deep impurities in solids, Phys. Rev. 174, No. 3, 830— 
834 (Oct. 1968). 

Casella, R. C., Time reversal and the K° meson decays, Phys. 
Rev. Letters 21, No. 15, 1128-1131 (Oct. 1968). 

Cuthill, J. R., Dobbyn, R. C., McAlister, A. J., and Williams, M. L., 
Search for plasmaron structure in the soft x-ray Lz». emission 
spectrum of Al, Phys. Rev. 174, No. 2, 515-517 (Oct. 1968). 

Ehrlich, M., Influence of irradiation rate on the production of F 
centers in Lif (TLD grade), Proc. Second Intern. Conf. Lumines- 
cence Dosimetry, Gatlinburg, Tenn., Sept. 23-26, 1968, J. A. 
Auzier, K. Becker, E. M. Robinson, ed., Paper No. CONF 
680920 Health and Safety (TID-4500), pp. 322-326 (Oak Ridge 
National Laboratory, Oak Ridge, Tenn., Sept. 1968). 

Ehrlich, M., Thermoluminescence response of LiF to X- and 
gamma rays; a study of rate and energy dependence over a 
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wide range of exposures, Proc. First Intern. Congress Radiation 
Protection, Rome, Italy, Sept. 5-10, 1966, pp. 429-434 (Pergamon 
Press Inc., New York, N.Y., 1968). 

Ehrlich, M., and Placious, R. C., Thermoluminescence response 
of CaF.: Mn in polytetrafluoroethylene to electrons, Health Phys. 
15, 341-350 (1968). 

Eisenhart, C., and Zelen, M., Elements of probability, Chapter 12 
in Handbook of Physics, Second Ed., E. U. Condon and H. 
Odishaw, ed., Part 1. Mathematics, pp. 1-163—1-197 (McGraw- 
Hill Book Co., New York, N.Y., 1967). 

Evenson, K. M., Broida, H. P., Wells, J. S., Mahler, R. J., and 
Mizushima, M., Electron paramagnetic resonance absorption in 
oxygen with the HCN laser, Phys. Rev. Letters 21, No. 15, 
1038-1040 (Oct. 1968) . 

Fatiadi, A. J., Nature of a colored by-product found in crude inosose 
phenylosazones, Carbohydrate Res. 9, 177-185 (1969). 

Feldman, A., and Horowitz, D., Dispersion of the piezobirefringence 
of GaAs, J. Appl. Phys. 39, No. 12, 5597-5599 (Nov. 1968). 

Feldman, A., and Horowitz, D., Stress-induced dichroism at the 
absorption edge of SrTiO;, Solid State Commun. 6, 607-612 
(1968). 

Hudson, R. P., and Kaeser, R. S., Magnetic temperature scale 
0.002-5 °K, Proc. Xth Intern. Conf. Low Temperature Physics, 
Moscow, U.S.S.R., Aug. 31-Sept. 6, 1966, Vol. 1, Properties of 
Helium, Paper H4, 171-173 (1968). 

Jacox, M. E., and Milligan, D. E., Matrix isolation study of the 
vacuum-ultraviolet photolysis of trichlorosilane. The infrared 
spectrum of the free radical SiCls, J. Chem. Phys. 49, No. 7, 
3130-3135 (Oct. 1968). 

Johnson, V. J., Development and operation of a specialized tech- 
nical information and data center (The Cryogenic Data Center), 
J. Chem. Doc. 8, No. 4, 219-224 (Nov. 1968). 

Kahn, A. H., Polarons in anisotropic energy bands, Phys. Rev. 
172, No. 3, 813-815 (Aug. 15, 1968). 

Kim, Y-K., Inokuti, M., Chamberlain, G. E., and Mielczarek, S. R., 
Minima of generalized oscillator strengths, Phys. Rev. Letters 21, 
No. 16, 1146-1148 (Oct. 1968). 

Klein, M., and Hanley, H. J. M., Selection of the intermolecular 
potential. Part 2. From data of state and transport properties 
taken in pairs, Trans. Faraday Soc. 64, Part TI, No. 551, 2927 
2938 (Nov. 1968). 

Klose, J. Z., Atomic lifetime measurements with pulsed electron 
beams (Proc. Beam-Foil Spectroscopy Conf., Univ. Arizona, Tuc- 
son, Nov. 20-22, 1967). Ch. in Book, Beam-Foil Spectroscopy, II, 
285-304 (Gordon and Breach Publ., New York, N.Y., 1968). 

Koidan, W., Calibration of standard condenser microphones: 
Coupler versus electrostatic actuator, J. Acoust. Soc. Am. 44, 
No. 5, 1451-1453 (Nov. 1968). 

Laufer, A. H., and McNesby, J. R., Photolysis of methane at 1236- 
A: Quantum yield of hydrogen formation, J. Chem. Phys. 49, 
No. 5, 2272-2278 (Sept. 1968). 

Little, W. E., Patty, O. L., and Zanboorie, M. H., A millimeter 
wave reflectometer, IEEE Trans. Microwave Theory Tech. 
MTT-—16, No. 2, 121 (Feb. 1968). 

Lloyd, E. C., Erasable trace recording methods for chart recorders, 
Rev. Sci. Instr. 39, No. 12, 1953-1954 (Dec. 1968). 

McCamy, C. S., A half century of photographic standardization in 
the United States, Photo. Sci. Engr. 12, No. 6, 308-312 (Nov. 
Dec. 1968). 

McIntyre, D., Mazur, J., and Wims, A. M., Effects of excluded 
volume on light scattered from flexible macromolecules, J. 
Chem. Phys. 49, No. 7, 2887-2895 (Oct. 1968). 

Macedo, P. B., Simmons, J. H., and Haller, W., Spectrum of relaxa- 
tion times and fluctuation theory: Ultrasonic studies on an alkali- 
borosilicate melt, Phys. Chem. Glasses 9, No. 5, 156-164 (Oct. 
1968). 

Manning, J. R., Vacancy-wind effect in diffusion and deviations 
from thermodynamic equilibrium conditions, Can. J. Phys. 46, 
No. 23, 2633-2643 (1968). 

Marzetta, L. A., Noise limitations in signal 
Technol. 16, No. 2, 51-53 (Feb. 1969). 

Mazur, J., McIntyre, D., and Wims, A. M., Asymptotic behavior of 
the light-scattering function of coiled molecules, J. Chem. Phys. 
49, No. 7, 2896-2904 (Oct. 1968). 

Mendlowitz, H., Calculated line strengths for the transitions be- 
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tween the configurations (3d° + 3d74s) and 3d°4p in Ti 1, Astro- 
phys. J. 154, 1099-1110 (Dec. 1968). 

Meshkovy, S., Ponzini, R., Su(6)w and high-energy photoproduc- 
tion, Phys. Rev. 175, No. 5, 2030-2034 (Nov. 25, 1968). 

Meyerson, M. R., Giles, P. M., and Newfeld, P. F., Dimensional 
stability of gage block materials, J. Mater. 3, No. 4, 727-743 
(1968) . 

Mielenz, K. D., Gas lasers and conventional sources in interfero- 
metry, Ch. in Book, Electron Beam and Laser Beam Technology, 
pp. 89-137 (Academic Press Inc., New York, N.Y. 1968). 

Mielenz, K. D., Length measurement and laser wavelength sta- 
bility, ISA Trans. 6, No. 4, 293-297 (1967). 

Mies, F. H., Configuration interaction theory. Effects of over- 
lapping resonances, Phys. Rev. 175, No. 1, 164-175 (Nov. 
1968). 

Miller, C. E., and Lipsicas, M., Nuclear spin-lattice relaxation in 
very dilute solutions of orthohydrogen in parahydrogen, Phys. 
Rev. 176, No. 1, 273-279 (Dec. 1968). 

Milligan, D. E., and Jacox, M. E., Matrix-isolation study of the 
vacuum-ultraviolet photolysis of dichlorosilane. The infrared 
spectrum of the free radical SiCl, J. Chem. Phys. 49, No. 4, 
1938-1942 (Aug. 1968). 

Milligan, D. E., and Jacox, M. E., Matrix-isolation study of the 
vacuum-ultraviolet photolysis of difluorosilane. The infrared 
and ultraviolet spectra of the free radical SiF:, J. Chem. Phys. 
49, No. 10, 4269-4275 (Nov. 1968). 

Mozer, B., Localized modes, resonant modes and impurity vibra- 
tional bands in vanadium alloys, Chapter in Neutron Inelastic 
Scattering, 1, 55-63 (Intern. Atomic Energy Agency, Vienna, 
Austria, 1968). 

Nemoto, T., and Wait, D. F., Microwave circuit analysis using the 
equivalent generator concept, IEEE Trans. Microwave Theory 
Tech. MTT—16, No. 10, 866-873 (Oct. 1968). 

Nimeroff, I., A survey of papers on degree of metamerism, Color 
Eng. 6, No. 6, 44-46 (Nov.—Dec. 1968) . 

Okabe, H., Photodissociation of HNs in the vacuum-ultraviolet 
production and reactivity of electronically excited NH, J. Chem. 
Phys. 49, No. 6, 2726-2733 (Sept. 1968). 

Powell, C. J., Characteristic energy losses of 8-keV electrons in 
liquid Al, Bi, In, Ga, Hg, and Au, Phys. Rev. 175, No. 3, 972 
982 (Nov. 1968). 

Powell, C. J., Interaction of electrons with solids, Chapter 9.2 in 
Atomic and Electron Physics, Atomic Interactions, Vol. 7, 
Methods of Experimental Physics, B. Bederson, ed., Part B, 
pp. 275-305 (Academic Press Inc., New York, N.Y., 1968). 

Shives, T. R., and Bennett, J. A., The effect of environment on the 
fatigue properties of selected engineering alloys, J. Mater. 3, 
No. 3, 695-715 (1968). 

Smith, E. W., Hooper, C. F., Jr., Comments on ion microfield dis- 
tributions as used in plasma line broadening theories, J. Quant. 
Spectry. Radiative Transfer 8, No. 9, 1617-1619 (Sept. 1968). 

Smith, G. W., and Becker, D. A., Preparation of an NBS biological 
standard reference material for trace elemental analysis, Proc. 
Nuclear Activation Techniques in the Life Sciences, Amsterdam, 
The Netherlands, May 8-12, 1967, pp. 197-207 (International 
Atomic Energy Agency, Vienna, Austria, 1967) . 

Sugar, J., Nuclear magnetic dipole moment of ' Ho, J. Opt. Soc. 
Am. 58, No. 11, 1519-1523 (Nov. 1968). 

Steel, N. M., Production of synthetic food materials: A statistical 
survey, Proc. Second Intern. Conf. Women Engineers and 
—. 30 pages (Women’s Engr. Soc., London, England, 

8). 


Stevens, M. E., Selected pattern recognition projects in Europe, 
Pattern Recognition, 1, 103-118 (Nov. 1968). 


Suzuki, G., Quantitative methods for decision making, Book, Man- 
agement: Concepts and Practices, Ed. F. R. Brown, Chapt. VIII, 
pp. 155-193 (Industrial College of the Armed Forces, Washington, 
D.C., 1967). 
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Swanson, N., and Codling, K., Excitation of K-shell electrons in Be, 
by soft x-rays and 20-keV electrons, J. Opt. Soc. Am. 58, Ne. 9, 
1192-1194 (Sept. 1968). 

Tauber, S. J., Imprecision-problems for information processing, /.m, 
Doc. 19, No. 4, 413-414 (Oct. 1968). 

Thomas, A. M., Monte Carlo study of vacuum vane gauge design 
criteria, J. Vac. Sci. Technol. 5, No. 6, 187-193 (Nov.—Dec. 1963), 

Thomas, R. N., Symposium on Wolf-Rayet stars: A summary, 
Astrophys. Letters 2, 147-148 (1968). 

Travis, J. C., and Spijkerman, J. J., Mossbauer spectroscopy with 
Ni", Chapter in Mossbauer Effect Methodology, 4, 237-259 
(Plenum Press Inc., New York, N.Y., 1968). 

Truesdell, C., The non-linear field theories of mechanics, Encyclo- 
pedia of Physics III, Part 3, 602 pages (Springer-Verlag, Berlin, 
Germany, 1965). 

Tsai, D. H., and Beckett, C. W., Shockwave propagation in a two- 
dimensional crystalline lattice (Proc. Intern. Union of Theoreti- 
cal and Applied Mechanics: Intern. Symp. Behavior of Dense 
Media Under High Dynamic Pressure, Paris, France, Sept. 11-15, 
1967), Ch. in Book, The Behavior of Dense Media Under High 
Dynamic Pressure, pp. 99-108 (Gordon and Breach Publ., New 
York, N.Y., 1968). 

Tschuikow-Roux, E., Photolysis of propene at 1470A, J. Phys. Chem. 
Note 71, 2355 (1967). 

Turgel, R. S., A comparator for thermal ac-dc transfer standards, 
ISA Trans. 6, No. 4, 286-292 (1967). 

Ugiansky, G. M., and Ellinger, G. A., Corrosion of Monel 400 in 
high CO, well water, Corrosion 24, No. 5, 134-136 (May 1968). 

Ugiansky, G. M., Skolnick, L. P., Kruger, J., and Stiefel, S. W., 
Rate-controlling step in stress corrosion cracking, Nature 218, 
No. 5147, 1156-1157 (June 1968) . 

Utech, H. P., and Early, J. G., On the presence of thermal con- 
vection in the kinetics experiments of Rigney and Blakely, Acta 
Met. 15, No. 7, 1238-1239 (1967). 

Utech, H. P., Parker, R. L., Early, J. G., and Coriell, S. R., The 
cam equation for a thermal-wave generator, J. Appl. Phys. 38, 
No. 9, 3799-3800 (Aug. 1967). 
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